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Message Text 

UNCLASSIFIED 

PAGE 01 ALEXAN 00617 150841Z 
ACTION EUR- 12 

INFO OCT-01 NEA-10 ISO-00 EB-07 /030W 

064606 150857Z/20 

R 150743Z JUL 77 
FM AMCONSUL ALEXANDRIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0937 
AMEMBASSY ATHENS 
AMEMBASSY CAIRO 
AMEMBASSY BRUSSELS 

UNCLAS ALEXANDRIA 0617 

ATHENS FOR RTDO 

E.O. 11652: NA 
TAGS: BEXP.EG 

SUBJECT: CORRECTION OF FOREIGN GOVERNMENT TENDER NO 261 

REE: ALEXANDRIA 0584 

MISRAYON CORRECTED REFTEL TO READ AS FOLLOWS: 

1. 729/02/00020 

2. 071477 

3. R. CHASE 

4. 729/EGYPT 

5. Y (GOVERNMENT CONTROLLED COMPANY) 

6A. REPLY OR CABLE TO- 

6B. EOREIGN PURCHASES COMMITTEE 

6C. SOCIETE MISR POUR LA RAYONNE, KAER EL DAWAR, EGYPT 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ALEXAN 00617 150841Z 

CABLE: MISRAYON KAFR F.I DAWAR TEL: 61021 
TELEX: 4060 RAYON UN 

7. MISRAYON 261 

8. 8/13/77 
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9. 201 

10. DESCRIPTION: SUPPLY OF THE FOLLOWING: 

3542264-0100 1 ONE FULLY AUTOMATIC HYDRAULIC DOWN- 
STROKE BALING PRESS FOR PRESSING 
VISCOSE STAPLE FIBRE WITH DOUBLE 
ROTARY PRESS BOXES ONE FOR HALF PRESS 
AND THE OTHER, FOR FINISHER PRESS, 

COMPLETE WITH MECHANICAL FEEDER, 

TRAMPER, ELECTRIC MOTORS AND CONTROL 
PANEL. 

MAIN DATA: 

TOTAL PRESSURE 100,000 KGS 
DIMENSIONS OF PRESS BOX 102X51X249 CM 
SIZE OF BALE (APPROX.) 104X54X82 CM 
DENSITY OF BALE 380 - 400 KGS/M3 
WEIGHT OF BALE 160- 180 KGS 
OUTPUT PER HOUR 6 - 8 BALES/HR 
ELECTRIC SUPPLY 3 PHASE, 440V, 50 CYCLES 
THE OFFERED PRESS SHOULD COMPRISE: 

1. ELECTRIC HALF PRESS AND OIL HYDRAULIC 
DOWNSTROKE FINISHING PRESS WITH TWO 
REVOLVING BOXES WITH AUTOMATIC TUR- 
NING DEVICE COMPLETE WITH MOTOR 
AND GEARING. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 03 ALEXAN 00617 150841Z 

2. THE FINAL BALE CHAMBER OF THE TWO 
REVOLVING BOXES, FITTED WITH HYDR- 
AULIC DOOR LOCKING DEVICES. 

3. THE OIL HYDRAULIC AXIAL PISTON 
PUMP COMPLETE WITH DRIVING MOTOR 
AND OIL TANK. 

4. THE COMPLETE ELECTRIC OUTFIT FOR 
THE FEEDING AND TRAMPING DEVICE 
COMPLETE WITH MOTORS. 

5. MAGNETIC VALVE CONTROL FOR THE 
HYDRAULIC FINISHING PRESS INCLU- 
DING CONTROL PANEL FOR HALF AND 
FINISHING PRESSES. 

6. COMPLETE HYDRAULIC PIPING. 

7. SPECIAL MEASURING DEVICES FOR THE 
FINAL DETERMINATION OF THE BALE 
WEIGHT. 

PRICE QUOTATIONS REQUESTED FOB AND CIF ALEXANDRIA. 

CHASE 
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UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 15-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ALEXAN00617 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770252-0375 

Format: TEL 
From: ALEXANDRIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770755/aaaabvgn.tel 

Line Count: 114 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 6066566b-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 ALEXANDRIA 584 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 06-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1854692 
Secure: OPEN 
Status: NATIVE 

Subject: CORRECTION OF FOREIGN GOVERNMENT TENDER NO 261 
TAGS: BEXP, EG 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/6066566b-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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